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Night vision system control module 
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Data bus on board diagnostic interface 
Night vision system control module 


Fuse panel 1 

Fuse 10 (on fuse panel B) 
12-pin connector 

32-pin connector 

46-pin connector 


Extended CAN bus high wire junction 
Extended CAN bus low wire junction 


Ground connection on A-pillar, lower left 


Ground connection 2 (in main wiring harness) 


Ground connection 3 (in main wiring harness) 


CAN bus extended high connection 1 (in main wiring harness) 


CAN bus extended low connection 1 (in main wiring harness) 


Positive connection 3 (15a) (in main wiring harness) 


Refer to applicable wiring diagram for fuse positions 


Data bus wire (CAN bus) 
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Night vision system control module, Night vision system 
camera 


J285 Instrument cluster control module 
J853 Night vision system control module 
R212 Night vision system camera 
T5e 5-pin connector 
T6c 6-pin connector 
T12b 12-pin connector 
T17f 17-pin connector, in the left A-pillar connector station 
T32  32-pin connector 
i Data wire 
*2 Shielding on connector housing 


0.35* 0.35 0.35 0.35 k 0.14 0.14 0.14 


: ws = white 
sw = black 
ro = red 
rt = red 

$ 4 L 1 br = brown 
gn = green 
gr = grey 
J285 R212 li = lilac 
vi = lilac 
ge = yellow 
15 16 17 18 19 20 21 22 23 24 25 26 27 28 or = orange 
TACTAAONANATS rs = pink 
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